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OPS, D/C 



OPERATIONAL PRIORITY x 


me to 



10M CO-OPS. RE WASH \ | PARA 7 

1. AS OF 17 DECEMBER WE PREPARED THIS END FOR MANUAL BACKUP CIRCUIT. ONLY 
DAILY PROBABLE PERIOD 1200-1600 ZEBRA WITH ANTICIPATED GOOD RESULTS ON FREQUENCY 
OF 18670 HERE. SUGGEST YOU USE 180U8 OR 198 70. 

2. WE HAVE BEEN ALLOTTED FIFTY KILOWATTS AMD RHOMBIC FOR CIRCUIT. 

3. CALL STILL NOT CLEARED BUT TRYING SECURE 
FOR TELETYPE ONLY AND DEFINITELY OUT. YOUR CALL \ 


UNCLE CALLS 25X1 A 


ii, IN ADDITION ABOVE CIRCUIT ALSO SETTING. UP 
ATTEMPTING SECURE CLEARANCE FOR THEM USE 


[ ALL MANUAL CIRCUf^J A 

25X1A 

ON EMERGENCY STANDBY. 

JAND FIT INTO YOUR PATTERN25X1A 

25X1A 


ONLY NOT RPT NOT FROM THM, 


AS SECONDARY STATION. TRAFFIC WOULD FLOW TO 

5. | P AN BACK YOU UP ON APPROX EIGHT MEG FREQ BETWEEN 1900 TO 0300 ZEBRA 
AND WORK NET ON 11*930 tfRGM 0 530 TO 1300 ZEBRA. 

6. MORE DETAILS HEID CIRCUIT FOLLOW AS WELL AS WASH CALL. 

■ also alerting 


8. ADVISE, 


TO SITUATION REQUESTING UTMOST COOPERATION. 
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